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BIOCARD8 

The Complete fi AII-in-One' Individual Biometric Identity Card 



BIOCARD8 
Available in Black or White 



Biocard8 overcomes the biggest single problem with 'traditional 
access', whereby if the proximity token is lost, stolen, cloned or 
borrowed, a person other than the card owner can gain access to an 
unauthorised location, causing a serious breach in security. 

The unique feature of Biocard8 is the onboard swipe fingerprint 
sensor. This secures the embedded internal prox token as it only 
activates upon a valid fingerprint swipe by a pr-enrolled user. As 
fringerprints are unique to each person Biocard8 provides a fantastic 
solution to ensure the user activating the card is authentic. 

Biocard8 is managed and implemented in exactly the same way as a 
traditional prox token. The only additional step in the issuing process 
is the enrolment of the card user's fingerprints on to the device itself. 
After this simple process is complete, Biocard8 is then ready for use 
without unnecessary changes to the system infrastructure. 

Biocard8 is available in various formats: 
Mifare, HID, TEMIC, iCIass, HI-TAG, DESFIRE 
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Example Applications for BIOCARD8 


Universities & Colleges 

A great way to monitor international students to ensure 
they are fulfilling attendance and course requirements. It 
also provides the ability to capture valuable and accurate 
attendance data to avoid costly fines. 

Data Centres 

Register multiple fingerprints on one Biocard8 to restrict 
access to sensitive areas. 

Business & Banking 

Supplying staff with a Biocard8 eliminates risk of cloning via 
rogue close proximity devices. Traditional body worn passive 
cards are always at risk. 
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